4620 


Half-Wave Mercury-Vapor Rectifier 

For High-Voltage, High-Current Recti¬ 
fier Service with "Fault" Protection 

The 4620 is the same as the S57-Z? except for a shield, adjacent 
to the filament to protect the filament in the event of arc- 
back . 


RADIO CORPORATION OF AMERICA 

wjA' Electronic Components and Devices Harrison, N. J. 


DATA 

2-64 





